THE F.B.A/S MAKE THEIR HOUSES SAFER

At the next meeting the F.B.A/s told what they
had done at home to prevent falls.

Jane said she was late going to bed and late get-
ting up in the morning. She was afraid she would
be late for school. She started to run 'down the
front steps. Then she thought, Tm an F.B.A. I'd
better aid myself"

"So/' she said, laughing, "I walked downstairs.
It was better, I knew, to be careful than to fall
downstairs. Even being a minute late would be
better than hurting myself and missing school for
a whole week."

Sue said, "Last night I thought I smelled gas. I
went out to the kitchen and found the gas turned
on. Do you know what had happened? The pot on
the stove had boiled over and put out the fire. So
the gas kept coming out. Of course, I turned it off
at once and opened the window. No harm was
done.

"Mother said, 'There is an old saying that if you
watch a pot it never boils/ But this time, if I
had watched the pot, it would not have boiled
over/'

67